


The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 


William A. Hinton State Laboratory Institute 


305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 

COMMISSIONER 


02/17/2012 


Kathleen Celio 

Assistant District Attorney, Suffolk County 


Dear ADA Celio, 


Enclosed is the information you requested in regards to Commonwealth vs. 
Included are copies of the following: 



1. Ding Analysis Laboratory Receipt. 

2. Control Cards with analytical results for samples # 

3. Analysis sheets with custodial chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for samples 


A nni e Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Kate Corbett analyzed the GC/MS data for this sample. 

If you have any questions about these materials, please call me at the number below. 



Annie Dookhan 
Chemist 

Ding Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 


Folk OIG PRR 019749 





PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory* Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8:00 - 11:00 
2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00 -12:00 
1:00-3:00 


ity or Department: 


City 


Police Reference No.: 



Name and Rank of Submitting Officer: ~ Shs-') ""~t" (J j ? M -aZLo) 1‘6-j 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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Received by: 



Date: 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 



No. of samples tested: 2S 


AGENCY C\ e\%ec^ . ANALYST 

-— —-- -- 

Evidence WL 


PHYSICAL DESCRIPTION: 


C 


c>\oJ\ L 
v -\ lOf 


i-"V & K\> 


e 


S>\ns>, \\cr\ • 


Gross Wt { iQ$: ll.oqof 
Gross Wt (xs): M • Lt \°\ 

Pkg. Wt:_ 

Net Wt: 


^C\ <2 vVV \\\"1\?,2 Sd2 ^ 

O v,.GLU.i v^\ \ o \ \ x5><^\Sl> i- t» f -i 


PRELIMINARY TESTS 

Spot Tests 

Cobalt 

25 Thiocyanate (-•)y 
2 5 Marquis — 
'Z-5Froehde‘s 
^_5 Macke’s 


Microcr/stalllne Tests 
Gold 

2.S Chloride -V _ 

2-3 TLTA ( --)■-* _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS _ 

DATE IL- \5~tD 


GC/MS CONFIRMATORY TEST 

RESULTS roca^'o 
MS 

OPERATOR yC'PtC- 

DATE ^ 


Revised 7/2005 











Sample #: 


# samples tested: ^ 


# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

1 

O.lW 

oTo"Srcr~ 

O. \ <a_*S 

26 




2 

o • 

«.oi9n 

o - 

27 




3 

t> • 3>\ 

O to 2.3C? 

0-l30\ 

28 




4 

o . is-gs 

O- OX\Z 

o.\3ll 

29 




5 

o < n«,3 

o • c>x3 3> 

Q-\ SbQ 

30 




6 

O bS 

0^ O 2> 

o ■ \S bx 

31 




7 

O - VY^ 

0-0\S'-A 

o - OA3 

32 




8 

O • 7.\*\0 

(0 •OX'2-3 

O, ^b") 

33 




9 

0 ■ \<h2S . 

O • 0V°\\ 

o . nsM 

34 




10 

d < in~) S' 

o . o VI t 

OiiOOQ. 

35 




11 

O - 2-0 XX 

o-to!^S 

O 4 \AX~i 

36 




12 

o.iS°n 

O-OXS^ 

O / \ \ 

37 




13 

OA £ iSX 

o.owq 

o • n m 

38 




14 

o. mss 

O'OIHO 

o .xms 

39 




15 

O- 

A <o3o2. 

0-^213 

40 




16 

0Abn3 

O- 02-33 

o. \^vO 

41 

! 



17 

o-\ 

(9. OX3X- 

o, IboO 

; 42 




18 

O. \?>Ob 

(9 .0X5 4? 

0 A-SSO 

43 




19 

£>■ \TI8 > 

0 0XX\ 

o. tstn 

44 




20 

<9- 11MB 

0.03UH 

0.\Z C iS 

45 




21 

D.I^O 

© .O2\0 

o. vYxO 

46 




22 

n. 0^3 

o- 0 vs 2- 

0 *lbo\ 

47 




23 


0« OXV3- 

0 - \3<=t \ 

48 




24 

o.xot5 

0, (JCLb^ 

o . 0<£^ (a 

49 




25 

<9. «°i'Z. 

n • o im. o 

o, \BS-2 

50 




Calculations: 

/ 2S r O-l^t 

V °' v ' - \i.snb 


l§ 


Folk OIG_PRR_019753 




DRUG POWDER ANALYSIS FORM 


SAMPLE U 


ANALYST C5fc»S>, 


No. of samples tested; Z- 


Evidence WL 


PHYSICAL DESCRIPTION: 


O C£- v Vtf 


Gross Wt ( It): Z , TTl Sr 
Gross Wt ( 2 -): O . € Q\ 
Pkg.Wt:_ 


■3>\T^\VC^ 


Net Wt; 


vVv ? •- g\^OH \v\~T\3>T. So2. 

<9 v \c<m.s. CWv O\\o 



PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


RESULTS C oc 


DATE \X- %-±D 


MS 

OPERATOR 


VPvd- 


DATE Vl Xo - \ O 


Revised 7/2005 


Folk OIG PRR_019754 
















Sample #: 

# samples tested: 2- 


# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

1 

O- l b02- 

O-O'^'-Ab 

o . v'^>S ,s t 

26 




2 

0 r \\|CO 

$ ■ oaxt> 

o - Ua - ) H 

27 




3 




28 




4 




29 




5 




30 




6 




31 




7 




32 




8 




33 




9 




34 




10 




35 




11 




36 




12 




37 




13 




38 




14 




39 




15 




40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 




47 




m 




48 




m 




49 




m 




50 


. 


Calculations: 

ev,«*** O soai /a-- o-'SitGO 

a. \. * \ VL 


Folk OIG_PRR_019755 




PHYSICAL DESCRIPTION: 


Gross Wt { ): 


'^>0'-OCkAjr_ci Sh^-^\<V\ M2_ 
V\ V 


Gross Wt { ) 

Pkg. Wt: 


Net Wt 


L-a.-rSrb ^ 


m « 


vVv^ Cs \ t O^ l 


D V\ c^^cs. vv>\0i\\O \V^ S ' 


S <SA °t % X^ C \ 


(\2_V-j^V= yT-OTC^ 


PRELIMINARY TESTS 
Spot Tests 


MIcrocFVstalllne Tests 


Cobalt 

Thiocyanate (—) 


Gold 

Chloride 


Marquis 


TLTA 


Froehde's 


Mecke’s 


OTHER TESTS 


, \\£L •= — 


PRELIMINARY TEST RESULTS 


GC/MSCONFIRMATORY TEST 


RESULTS 


RESULTS 


DATE il- vs-uP 


MS 

OPERATOR 


DATE \2-lMO 


Revised 7/2005 


Folk OIG PRR 019756 














DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: \ 


AGENCY C\ » 


ANALYST 

Evidence Wt 





PHYSICAL DESCRIPTION: 

v< ~\ v 


CV\Q.V\VOX- <?, 'A. 

v ° 


\ 1 5 tU ‘ 1 


Gross Wt ( ): Q , m.O\ 

Gross Wt ( ):__ 

Pkg. Wt:_ 

Net Wt: o , \qo \ 

ne-x- o • 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (-y) 
Marquis —- 

Froehde's 
Mecke's 


Microcrystalline Tests 
Gold 

Chloride 4- _ 

TLTA ( -A)_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE 'tT-vS- ip 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR *S\<- 

DATE vg-2o-vrT 


Revised 7/2005 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4 -2010\SYSTEM7\12_16__10\761204 . D 

Operator : KAC 

Date Acquired : 16 Dec 2010 12:00 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 




Ret. Time Area Area % Ratio % 

* * *NO INTEGRATED PEAKS*** 


761204.D Tue Jan 31 11:34:06 2012 Page 1 


Folk OIG PRR 019758 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761205.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 12:12 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TfC: 781205.D\dafa.ms 



Q J-rpm^-rr-n-F m 1 I 1 1 1 * I 1 1 1 1 t 1 ^ T f 1 L 1 1 f 1 > * > ! 1 E * T } ' 1 1 ! ! ' ’ 1 ' I 1 < 1 1 I 1 F 1 1 f 1 ’ 1 1 I ' * ‘ 1 I 1 

Time- : >.2.00 2,50 3.00 3.50 4.00 4,50 5,00 5.50 6.00 6,50 7.00 7.50 6.00 8,50 9,00 9.50 


Ret. Time Area Area % Ratio % 

4.707 1275662 100,00 100.00 


761205.D Tue Jan 31 11:34:10 2012 Page 1 


Folk OIG PRR 019759 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\l2__16_10\761205.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 12:12 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NiST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 4.71 C:\Database\SLI.Ij 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 to 4.834 mm.: 761205.D\data.ms (-) 



m/z-> 40 60 80 100 J20 J40160 180 200 220 240 260 280 300 


Abundance #29: COCAINE 



761205.D Tue Jan 31 11:34:11 2012 Page 2 


Folk OIG PRR 019760 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\12JL6_10\761206 .D 
KAC 

16 Dec 2010 12:25 

BLANK 
ASD 
1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


761206,D Tue Jan 31 11:34:15 2012 


Page 1 


Folk OIG PRR 019761 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4~2010\SYSTEM7\12_16_10\761207.D 

KAC 

16 Dec 2010 12:38 


ASD 

7 

DRUGS.M 
RTE 


Abundance 


TIC: 761207.D\dafa.ms 


4/ 


18 


4000000 

3000000 

2000000 

1000000 

0 

Time-> 


3.886 


2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

656270 

10.71 

12.00 

4,718 

5470213 

89.29 

100.00 


761207.D Tue Jan 31 11:34:19 2012 


Page 1 


Folk OIG PRR 019762 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4~2010\SYSTEM7\12_16JL0\761207.D 

Operator : KAC 

Date Acquired : 16Dec2010 12;38 

Sample Name : 

Submitted by : ASD 
Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 

PK# RT Library/ID CAS# Qual 


3.89 C:\Database\NlST05a.L 

Imidazo[2 ,l~b]thiazole, 2,3,5,6-tet 014769-73-4 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.844 to 4.066 min.: 761207,D\dafa.ms (-) 



Abundance #59449: fmidazo[2 B 1 -bUhiazote, 2,3,5 l 6*tetfahydro*6'phenyK (Sy 

148 2<j>4 



761207.D Tue Jan 31 11:34:20 2012 Page 2 


Folk OIG PRR 019763 













Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761207.D 

Operator : KAC 

Date Acquired : 16 Dec 201Q 12:38 

Sample Name : 

Submitted by : ASD 
Vial Number : 7 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C : \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLl.L 

COCAINE 000050-36-2 99 



761207.D Tue Jan 31 11:34:20 2012 


Page 3 


Folk OIG PRR 019764 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12JL6JLO\761208.D 
KAC 

16 Dec 2010 12:50 


ASD 

8 

DRUGS ,M 
RTE 


Abundance TIC: 761208.D\dala.m$ 

aooooooj 4 -t 12 

2000000 


1000000 


0 


3.886 


““pi 


Time--> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 


ft ftfs ? nn ? 






Ret. Time 

Area 

Area % 

Ratio % 

3.886 

366456 

10.39 

11.59 

4'. 712 

3162014 

89.61 

100.00 


761208.D Tue Jan 31 11:34:25 2012 


Page 1 


Folk OIG PRR 019765 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761208.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 12:50 

Sample Name : 

Submitted by : ASD 
Vial Number : 8 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX 2 ,L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2 f l-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.849 to 3.997 min.: 761208-D\data.ms {-) 

| 14B 



m/z-> 20 40 60 80 _ 100 120 140 160_f80 20.0 220 240 260 280 



761208.D Tue Jan 31 11:34:25 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4~2010\SYSTEM7\12_16_10\761208.D 

Operator : KAC 

Date Acquired : 16 Dec 201Q 1 2:50 

Sample Name ; 

Submitted by : ASD 
Vial Number : 8 

AcquisitionMefch: DRUGS,M 
Integrator : RTE 


Search Libraries: C;\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 *L 

PK# RT Library/ID CAS# Qual 


2 4.71 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.649 to 4.866 min.: 761208.D\data.ms (-) 

8:2 182 

! ! 



761208.D Tue Jan 31 11:34:26 2012 Page 3 


Folk OIG PRR 019767 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4 ~2010\SYSTEM7\12__16_10\7612G9 . D 
KAC 

16 Dec 2010 13 : 03 



Abundance 

4000000 



TIC: 7612G9.D\data,ms 


:~~ r ~i t j i —m 


r i i i i r r~i"i 


T m- T 


“T 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

644159 

12.51 

14.30 

4,717 

4505206 

87.49 

100.00 


7612 09,D 


Tue Jan 31 11:34:30 2012 


Page 1 


Folk OIG PRR 019768 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTBM7\12_16_10\761209.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 13:03 

Sample Name : 

Submitted by : ASD 
Vial Number : 9 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLX.L Minimum Quality: 80 

C:\Database\NlST05a,L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-fcet 014769-73“4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-fcet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3 ,5,6-tet 014769-73-4 97 


Abundance Average of 3.854 to 4.087 mine 781209,D\datam$ (-) 

148 



Abundance #59447: lmicfazo(2 T 1-b]lhiazole p 2,3,5,64etrahydro-6-phenyh (S)- 



761209.D Tue Jan 31 11:34:31 2012 Page 2 


Folk OIG PRR 019769 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4“2010\SYSTEM7\l2 m 16_10\761209.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 13:03 

Sample Name : 

Submitted by : ASD 
Vial Number : 9 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qua! 


2 4,72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4,659 to 4.871 min.; 7S12G9.D\data.m$ (-) 



m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 _ 320 


Abundance #29; COCAINE 



761209.D Tue Jan 31 11:34:32 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\i2_16_10\761210.D 

KAC 

16 Dec 2010 13:16 

10 

DRUGS,M 
RTE 


Abundance 

4000000 

3000000 

2000000 

1000000 


0 


3.686 


TfC: 761210.DVdata.ms 


4. 


18 


-rm 


n - 


T 


Time~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3 . 886 

617766 

10.78 

12.08 

4.718 

5112747 

89.22 

100.00 


761210.D Tue Jan 31 11:34:36 2012 Page 1 


Folk OIG PRR 019771 





Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761210. D 

Operator : KAC 

Date Acquired : 16 Dec 2010 13:16 

Sample Name : 

Submitted by : ASD 
Vial Number : 10 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\Pm-J__TOX2 .L 

PK# RT Library/ID CAS# Qual 


1 3,89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo [2, 1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 



Abundance #59447: Jmidazo[2>1-b]ihiazo!e, 2,3,5,64eirabydro-6-phenyh ($)- 



761210,D Tue Jan 31 11:34:37 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F : \Q4 ™2 01G\SY£TEM7\12_16__10\761210 , D 

Operator : KAC 

Date Acquired : 16 Dec 2010 13:16 

Sample Name : 

Submitted by : ASD 

Vial Number : 10 

AcquisitlonMeth: DRUGS.M 
Integrator : RTS 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


2 4,72 C:\Dafcabase\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.659 to 4.818 min.: 761210.D\data.ms (-) 



761210.D Tue Jan 31 11:34:37 2012 Page 3 


Folk OIG PRR 019773 











Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4 ~2G10\SYSTEM7\l2__16_10\761211. D 

Operator : KAC 

Date Acquired : 16 Dec 201Q 13:28 

Sample Name : 

Submitted by : ASD 
Vial Number : 11 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 

6000000! 

400D000i 


3000000 



Ret, Time 

Area 

Area % 

Ratio % 

3 , 886 

754049 

11,80 

13.38 

4.717 

5635142 

88.20 

100.00 


TIC: 761211.D\da|a.ms 

4,717 


761211,D Tue Jan 31 11:34:43 2012 Page 1 


Folk OIG PRR 019774 





Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4 ~2 010\SYSTEM7\l2_16_10\7 61211,D 

Operator : KAC 

Date Acquired : 16 Dec 2010 13:28 

Sample Name : 

Submitted by ; ASD 

Vial Number : 11 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI*L Minimum Quality: 80 

C:\Datafoase\NIST05a.L Minimum Quality: 80 

C:\Da taba se\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NlST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.849 to 4.008 min.; 761211 ,D\data.ms (-) 



m/z--> 20 40 60 80 100 120 140_160 180 200 220 . 240.. 260 280 


Abundance #59447: !midazo(2 f 1-b]thiazoie t 2,3 l 5 1 6’tetrahydro*6»phenyI~, (S)- 



761211«D Tue Jan 31 11:34:43 2012 Page 2 


Folk OIG PRR 019775 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTBM7\12_16JL0\761211.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 13:28 

Sample Name : WHKKtKtKM 

Submitted by : ASD 

Vial Number : 11 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.659 to 4.860 min.: 761211 ,D\data.ms (-) 



m/2--> 40 60 60 100 120 140 160 180 200 220 240 260 280 300 



761211.D Tue Jan 31 11:34:44 2012 


Page 3 


Folk OIG PRR 019776 









Area Percent / Library Search Report 


Information from Data File; 

File Name 

F:\Q4-2010\SYSTEM7\12 16 10\761212.D 

Operator 

KAC 

Date Acquired 

16 Dec 2010 13:41 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS,M 

Integrator 

RTE 


Abundance TIC: 761212.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


761212.D Tue Jan 31 11:34:48 2012 


Page l 


Folk OIG PRR 019777 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761213.D 
KAC 

16 Dec 2010 13:53 


ASD 

13 

DRUGS 

RTE 


M 


Abundance 


4000000! 


3000000 


2000000 


1000000 


0 


TIC: 761213.D\data.ms 


4.718 


3,886 


.r rt ~ ri T 


~r 


rp 


T 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5,00 5.50 6.00 6,50 7,00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3 .886 

684844 

12.19 

13.88 

4,718 

4934771 

87.81 

100.00 


761213,D Tue Jan 31 11:34:54 2012 


Page 1 


Folk OIG PRR 019778 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761213.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 13:53 

Sample Name : 

Submitted by : ASD 
Vial Number : 13 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NlST05a.L 
C:\Database\PMWjTOX2.L 

PK# RT Library/ID 


3 * 89 Ci \Database\NlST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


CAS# Qual 


Minimum Quality: 80 
Minimum Quality: 80 




761213.D Tue Jan 31 11:34:55 2012 Page 2 


Folk OIG PRR 019779 










Area Percent / Library Search Report 


information from Data File: 


File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F:\Q4-2010\SYSTEM7\12_16_10\761213.D 

KAC 

16 Dec 2010 13:53 


13 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a > L Minimum Quality: 80 

C:\Database\PMW T0X2,L 


PK# RT Library/ID 


CAS# Qual 


4.72 C:\Database\SLI* L 
COCAINE 


000050-36-2 


99 


Abundance 

80 

60 

40 

20 


42 


a? 


I .55 68 
m/z-> 40 


Average of 4.659 to 4,823 min.: 761213.D\dafa.ms (-) 
182 


94 


105 




122 


135 1 f 2 1 ® 6 || 

■ V I , , 4 -Vt-tVt-h 11 


198 


272 


i 208 222 243 261 l 288 

t " T r - t “ |- 3 - 


60 80 100 120 140 160 180 200 220 240 260 280 


303 

,- r L 

300 


Abundance 

80 

60 

40 

20 


42 


&2 


55 68 

iiiki dL 


94 


m/z-> 


40 


60 




105 


#29: COCAINE 


182 


122 


135 1 f 6 


198 


214 


244 259 


272 


303 


4 "j '' ;;l l ' 

80 100 120 140 160 180 200 220 240 260 280 300 


761213,D Tue Jan 31 11:34:55 2012 


Page 3 


Folk OIG PRR 019780 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12__16_10\761214 ,D 
KAC 

16 Dec 2010 14:06 


ASD 

14 

DRUGS.M 
RTE 


Abundance 


TIC: 761214.D\dala,m$ 

5000000 

4/ 

? 18 

4000000 

3000000 

2000000 

1000000 

r\ 

3.886 

1 



Time-> 2.00 2.50 3,00 3.50 4,00 4.50 5.00.5. 50 6,0 0 6.50 7.00 7.50 6.00 8.50 9.009.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

768154 

12.26 

13.98 

4.718 

5494902 

87.74 

100.00 


761214.D 


Tue Jan 31 11:35:00 2012 


Page 1 


Folk OIG PRR 019781 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761214.D 

KAC 

16 Dec 2010 14:06 


ASD 

14 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NISTG5a.L Minimum Quality: 80 

C: \Database\PMW__T0X2 . L 

PK# RT Library/ID CAS# Qual 


1 3,89 C;\Database\NIST05a * L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 97 


Abundance 

80 

60 

40 

20 

0 - 

m/z--> 20 40_60 80 100 120 140 .160_180 200 220 240 26 0 280 



51 


411 


Average of 3,844 to 4.045 min.: 761214.Didata.ms (-) 
148 


204 


73 




63 

I 


101 


121 


89 


111 ! 


vtvv- 


158 

rrj^r 


176 


187 


245 


281 


761214.D Tue Jan 31 11:35:00 2012 Page 2 


Folk OIG PRR 019782 










Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


F: \Q4-2 010\SYSTEM7\l2__16__10\761214 ,D 
KAC 

16 Dec 2010 14:06 


ASD 

14 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NI3T05a.L Minimum Quality; 80 

C:\Da taba se\PMW_T0X2.L 


PK# RT Library/ID 


CAS# Qual 


4.72 C:\Database\SLl.L 
COCAINE 


000050-36-2 


99 


Abundance 

80 j 
60! 
40 

20 


S i2 


Average of 4.675 to 4.882 min.: 761214.D\data.ms (-) 
182 


42 

i55 66 

'ii Hi lib ,! 
"rrYn m-r 


94 


105 


122 

1 135 166 


198 


272 


303 


341 

m/z«> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


u il l U* d 135 \T7 ', A l 209 223 245 259 { 289 , 

In ttt* j * ’lii -"i [T ii V i < i t | i’ i f i }•• ? rri(yrTTT~p i n~p-rrrf r T ~ }.- T ~p . T T , y-r-f-i 


Abundance 

80 

60 

40 

20 


82 


42 

| 55 68 

ji> Jin uj.i 


#29: COCAINE 


182 


94 


105 


122 


135 


198 

L I 214 


244 259 


272 


303 


V'' 111 I ' ‘ ' ... .. . 1 ' 1 ''T' 1 ■'' I 11 ‘ 1 I 1 1 ' ' I " f1 ■ ‘ 11 I 

rn !z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


320 340 


761214.D Tue Jan 31 11:35:01 2012 


Page 3 


Folk OIG PRR 019783 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761215.D 

KAC 

16 Dec 2010 14:19 


ASD 

15 

DRUGS * M 
RTE 


Abundance 


TfC: 761215.D\data.ms 




4/ 

r 28 


6000000 





4000000 





2000000 

3.886 

1 




0’ 

1 

LrrrfT t~ r'TTTTTTTTTTTnh - ITT 

i ! i 

l . 

-n T r T iTT'rrTTTTT! TTTTT rTTTI n n rTTTrTTT T T 


Time—> 2.00 2,50 3,00 3.50 4.00 4.50 5,00 5,50 6.00 6.50 7.00 7.50 8.00 8,50 9,00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

3,886 

1449305 

12.44 

14.21 

4.728 

10200992 

87.56 

100.00 


761215.D 


Tue Jan 31 11:35:05 2012 


Page 1 


Folk OIG PRR 019784 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\l2_16_10\761215.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 14:19 

Sample Name : 

Submitted by : ASD 

Vial Number : 15 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NlST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6 -tet 006649-23-6 97 


Abundance Average of 3,844 to 4.156 min.: 761215,D\dala.m$ (-) 



Abundance #59449: lmidazo[2, 1-b]thiazoJe, 2,3 I 5,6-letrahydro-6-phenyl*, (S)- 



761215.D Tue Jan 31 11:35:06 2012 Page 2 


Folk OIG PRR 019785 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4~ 2 010\SYSTEM7\l2_16_10\761215,D 

Operator : KAC 

Date Acquired : 16 Dec 2010 14:19 

Sample Name : WSKKKKKtBtSi 

Submitted by : ASD 

Vial Number : 15 

AcquisitionMeth: DRUGS,M 
Integrator : RTF 


Search Libraries : C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.73 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4,675 to 4-882 min.: 761215.D\data,ms (-} 



761215.D Tue Jan 31 11:35:07 2012 Page 3 


Folk OIG PRR 019786 











Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761216.D 
KAC 

16 Dec 2010 14:31 


ASD 

16 

DRUGS,M 
RTE 


Abundance 

6000000 

4000000 

2000000 


OVpTTTTJTTTTJTT 

Time~> 2.00 2.50 3.00 


TfC; 761216.D\data.ms 

4.723 


3.886 


t \ j t i r 4n ptnrr ~Tj-ri ^ T-T~-[--7--T-T-T-- p - r - T -T-- ry -i-- T - T -- r - p -i--i - T- T -- pr -T- T - T -|-- r - r - r - T"| - " r-T’"T"T" j-7 » i i f > t t i j i i t t 

3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8,00 8.50 9,00 9.50 


Ret * Time 

Area 

Area % 

Ratio % 

3.886 

1173544 

12.40 

14.16 

4.723 

8287068 

87.60 

100.00 


761216.D 


Tue Jan 31 11:35:11 2012 


Page 1 


Folk OIG PRR 019787 






Area Percent / Library Search Report 


Information from Data Pile; 

File Name ; F:\Q4-2010\SYSTEM7\12_16_10\761216.D 

Operator ; KAC 

Date Acquired ; 16Dec2010 14:31 

Sample Name : 

Submitted by : ASD 
Vial Number ; 16 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CASH Qual 


1 3.89 C:\Database\NIST05a.L 


Imidazo 

[2,1-b]thiazole, 

2,3,5,6-fcet 

014769-73-4 

98 

Imidazo 

[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 

Imidazo 

[2,1-b)thiazole, 

2,3,5,6“tet 

014769-73-4 

97 


Abundance Average of 3.844 to 4.024 mm.: 761216.D\daia.m$ (-) 

148 

80 


204 



m/z~> 20 40 60_80 100 120 140 160_180 200 220_240 260 280 


Abundance #59447: lrrudazo[2,1-b]thiazole, 2,3,5,64etrahydr0'6*phenyh (S)- 



761216.D Tue Jan 31 11:35:12 2012 Page 2 


Folk OIG PRR 019788 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761216.D 

KAC 

16 Dec 2010 14;31 


ASD 

16 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NXST05a.L Minimum Quality: 80 

C:\Da ta ba s e\PMWJFOX 2.L 


PK# RT Library/ID 


CAS# Qual 


2 4,72 C:\Database\SLI,L 

COCAINE 


000050-36-2 99 


Abundance 

80 

60 

40 

20 

0 


m/z~> 40 

Abundance 

80 

60 

40 

20 


62 


42 


,55 68 

■ In ‘"i : 


\ 

60 


Avefage of 4,665 to 4.860 min,: 781216,D\data.ms {-] 
182 


94 


105 


122 


1 '*j I—i—T 


135 


152 166 


80 


82 


r 

100 120 


198 


303 


208 222 


272 

242 258 | 284 

140 160 180 200 220_24Q 260 280 300 

#29: COCAINE 


182 


94 


42 


55 68 


105 


122 


m/z~> 


40 


60 


80 


1-AK-TfrTyq-r- 


135 166 


198 

1. 214 


244 259 


272 


T 




303 


100 120 140 160 180 200 220 240 260 280 300 


761216,D Tue Jan 31 11:35:13 2012 


Page 3 


Folk OIG PRR 019789 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-201G\SYSTEM7\12_16_10\761217.D 

KAC 

16 Dec 2010 14:44 


ASD 

17 

DRUGS.M 
RTE 


Abundance 


5000000 


4000000 


3000000 


2000000 


1000000 

3.886 

| 

0 

= ) r r n i i i i i > i t i i r-r-T- > ^rr i 


TIC: 761217.D\cJata.ms 


4. 


Time~> 2.00 2.50 3 00 3.50 4.00 


4.50 


17 




T 1 




5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 0.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1067700 

13.22 

15.23 

4.717 

7009541 

86.78 

100,00 


761217.D Tue Jan 31 11:35:17 2012 Page 1 


Folk OIG PRR 019790 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761217.D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 14:44 

Sample Name ; 

Submitted by : ASD 
Vial Number : 17 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMWJTOX2.L 

PK# RT Library/ID CAS# Qual 


Minimum Quality: 80 
Minimum Quality: 80 


3.89 C:\Database\NIST05a,L 

Imidazo [2, 1-b]thiazole, 
Imidazo [2, 1-b]thiazole, 
Imidazo [2, 1-b]thiazole, 


2,3,5;6-tet 014769-73-4 99 
2,3,5,6-tet 006649-23-6 97 
2,3,5,6“tet 014769-73-4 97 


Abundance Average of 3.864 to 4.045 min.; 781217.D\data.ms (-) 

148 

80 


204 



Abundance #59447: lrnidazo[2,1-b]thiazoie, 2,3,5,64elrahy<Jro-6-phenyK (S)- 



761217.D 


Tue Jan 31 11:35:18 2012 


Page 2 


Folk OIG PRR 019791 









Area Percent / Library Search Report 


Information from 

Data File: 


File Name : 

P:\Q4-2010\SYSTEM7\12 16 

10\761217.D 

Operator : 

KAC 


Date Acquired : 

16 Dec 2010 14:44 


Sample Name : 

■■■■■ 


Submitted by : 

ASD 


Vial Number : 

17 


AcquisitionMeth: 

DRUGS.M 


Integrator 

RTE 


Search Libraries 

: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW TOX2.L 


PK# RT Library/ID 

CAS# Qual 


2 4,72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.659 io 4.844 min.: 761217.D\data.ms (-) 




761217,D Tue Jan 31 11:35:18 2012 


Page 3 


Folk OJG PRR 019792 











Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\12 16 10\761219.D 

Operator 

KAC 

Date Acquired 

16 Dec 2010 15:09 

Sample Name 

BLANK 

Submitted by 


Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 

Abundance 

TIC: 761219,0\data,m$ 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


7 61219 * D Tue Jan 31 11:35:25 2012 


Page 1 


Folk OIG PRR 019793 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4 -2010\SYSTEM7\l2__16_10\7612 2 0 . D 
KAC 

16 Dec 2010 15:22 

COCAINE STD 

20 

DRUGS . M 
RTE 


Abundance 


100QG00 


TIC: 761220.Q\data.m$ 


500000 


1 1 5 P ‘ 

Time-> 2,00 2,50 3.00 


Tr r r _r 

3.50 


T 


T 


07 


4.00 4.50 5,00 


i T - j -T " i ' tt~ prrr 

5,50 6,00 


P" rT 1 1 M 
6.50 7,00 


i-ryn-r 

7.50 


8.00 8.50 9,00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.707 

1318255 

100.00 

100.00 


761220.D Tue Jan 31 11:35:29 2012 


Page 1 


Folk_OIG_PRR_019794 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F: \Q4-2010\SYSTEM7\12_16__10\761220 ,D 
KAC 

16 Dec 2010 15:22 

COCAINE STD 

20 

DRUGS , M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMWJTOX2.L 


PK# RT Library/ID 


CAS# Qual 


4.71 C:\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 

80 

60 

40 

20 

0 




Average of 4.670 to 4.807 min.; 781220.D\data.ms (-) 
182 


I 42 

] : 

| I |55 67 

, 4 . 1 - 


94 


31 


105 


122 

| 140 162 166 

Il-JiL_ . 1 


198 


208 222 
r - f - r- i -TT 


272 

244 259 I, 282 


303 


r-r i' | n f i i i | 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 _ 260 280.. 

Abundance #29: COCAINE 


300 


m/z~> 



761220,D Tue Jan 31 11:35:30 2012 Page 2 


Folk OIG PRR 019795 














Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\G4~201G\SYSTEM7\12_16_10\761221,D 
KAC 

16 Dec 2010 15:35 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


Abundance TfC: 761221 ,D\dala.ms 



Ret. Time 


Area Area % Ratio % 


** *N0 INTEGRATED PEAKS*** 


761221.D Tue Jan 31 11:35:35 2012 


Page 1 


Folk_OIG_PRR_019796 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761222.D 

KAC 

16 Dec 2010 15:47 


ASD 

22 

DRUGS,M 
RTE 


Abundance 

50000001 


4000000; 

3000000; 

2000000 ! 

1000000 

0 


TIC: 761222.D\data.ms 


17 


3.886 

! 

-T TTyrm | ' H TT y TT ' i T ) I ) 


~T 


t 1 r ' 1 t * r' I j ' I 1 - | 1 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9,00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3,886 

692373 

10.63 

11.90 

4.717 

5820268 

89.37 

100,00 


761222.D Tue Jan 31 11:35:39 2012 Page 1 


Folk OIG PRR 019797 




Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\12_16__10\761222.D 

Operator ; KAC 

Date Acquired ; l^ec2010 15:47 

Sample Name ; 

Submitted by : ASD 
Vial Number : 22 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Datafoase\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3 .89 

C:\Database\NIST05a.L 






Imidazo[2,1-b]thiazoie, 

2 j 3,5,6-tet 

014769-73-4 

99 



Imidazo [2, 1-b]thiazoie, 

2,3,5,6-tet 

014769-73-4 

97 



Imidazo[2,1-b]thiazoie, 

2 , 3, 5,6 -tet 

006649-23-6 

97 


Abundance Average of 3.854 to 4,081 min.: 761222.D\data,ms {-) 



Abundance #69447:"Imidazo[2,1 -bjthiazole, 2,3,6,6-teirahyctro-iS-phenyi-, ($)- 



761222.D Tue Jan 31 11:35:39 2012 Page 2 


Folk OIG PRR 019798 










Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\l2_16_10\761222.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 15:47 

Sample Name ; 

Submitted by ; ASD 
Vial Number : 22 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NlST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qua! 


2 4,72 C:\Database\SLl,L 

COCAINE 000050-36-2 99 


Abundance Average of 4,676 to 4,839 min.: 761222.D\daia,ms (-) 



761222,D Tue Jan 31 11:35:40 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761223.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 16:00 

Sample Name : 

Submitted by : ASD 
Vial Number : 23 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NlST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3 . 89 

C:\Database\NlST05a,L 






Imidazo [2, 1-b]thiazole. 

2,3 r 5,6-tet 

014769-73-4 

99 



Imidazo [2, l-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

98 



Imidazo [2, l-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 



761223,D Tue Jan 31 11:35:45 2012 Page 2 


Folk OIG PRR 019801 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4~2010\3YSTEM7\12_16__10\761223.D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 16:00 

Sample Name ; EMHHHHH 

Submitted by : ASD 

Vial Number : 23 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.670 to 4.866 min.: 761223.D\data.ms (-) 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4~2010\SYSTEMl\l2_16_10\761224 .D 
KAC 

16 Dec 2010 16:12 


ASD 

24 

DRUGS.M 
RTF 


Abundance 


TIC: 761224.D\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

3 . 886 

880797 

12.17 

13.85 

4 .717 

6357343 

87.83 

100.00 


761224.D Tue Jan 31 11:35:50 2012 


Page 1 


Folk OIG PRR 019803 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761224.D 

Operator : KAC 

Date Acquired : lOe^OlO 16 : 12 

Sample Name : I^B 

Submitted by : ASD 

Vial Number ; 24 

AcquisitionMeth; DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C : \Database\PMW_TOX2 . L 

PKff RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1 -b]thiazole r 2,3,5,6-tet 014769-73-4 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.844 to 4.055 min,: 761224,D\dafa.ms (-) 



Abundance #59447: imidazo(2 i 1-b]thiazoSe J 2 1 3,5 l 64etrahydro*6-phenyh (Sj- 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F: \Q4 -2 010\SYSTEM7\12__16__1G\761224 .D 

Operator : KAC 

Date Acquired : 16 Dec 2010 16:12 

Sample Name : 

Submitted by : ASD 

Vial Number : 24 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJTOX2,L 

PK# RT Library/ID CAS# Qual 


2 4*72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 to 4.860 min,: 761224.D\data.ms (-) 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761225 

Operator : KAC 

Date Acquired ; 16 Dec 2Q1Q 16:25 

Sample Name : 

Submitted by : ASD 

Vial Number : 25 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 

6000000 

4000000 

3000000; 


2000000 


1000000 

n 


3.886 

j 

-rr T l l I T • ] • rTTl-pT^^TTpl 



U 

Time~> ; 

j 1 
2 + G0 

2.50 3.00 3.50 4.00 4.50 

5.00 5.50 6.00 

i i | t t i » j i i i \ j i i i i | t i i i j [ i / i | i i i i [ i i i \ 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Ti 

.me 

Area 

Area % 

Ratio % 

3.886 

4,718 


97443 S 
6847635 

) 12,46 

5 87.54 

14.23 

100.00 


TIC: 761225,D\data,m$ 

4.tl8 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12__16_10\761225,D 

Operator : KAC 

Date Acquired : 16 Dec 2010 16:25 

Sample Name : mum 

Submitted by : ASD 

Vial Number : 25 

AcquisitionMeth: DRUGS.M 

Integrator : RTS 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NlST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3.89 C:\Database\NIST05a.L 

Imidazo [2, 1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 

. Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 

Imidazo [2, l~b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.854 to 4.081 min.: 761225.D\data.ros {*) 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761225.D 

KAC 

16 Dec 2010 16:25 



Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 


CAS# Qual 


4.72 C:\Database\SLl.L 
COCAINE 


000050-36-2 


99 


Abundance 

80 

60 

40 

20 

155 68 

0 L 1 i V i | | l ' ' , i l | l A- i 1 " 1 

m/Z’*> 40 60 




Average of 4.670 to 4.829 min.: 761225.D\data.ms {-) 
182 


42 

i 


94 


106 


122 

I ,| 135 ^ 166 


Abundance 

80 

60 

40 

20 

0 1 


80 100 120 


& 


198 

■P’ r 1 1 

140 160 180_ 200 

#29: COCAINE 

182 


214 230 242 259 

-r-r-t-.. 


272 
I 282 


303 

Jj— 


T ‘‘ T ‘‘ T ‘ n r pi 

220 240 260 280 300 


94 




\ 

1C 

)5 

42 


\ 

| 


j ,55 68 

,! 


ji j 


Ik Ilk < ]!., . i 

! t i i t'"' t - ■ i r 

4 


U 

k 




40 


122 
j 135 

i > i V|r 


198 


-n-r- 

60 80 100 120 140 160 180 


214 


• > 

200 220 


244 259 


272 


240 260 280 


303 

I 

T +_r_ 

300 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16JLQ\761226.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 16:38 

Sample Name : 

Submitted by : ASD 
Vial Number : 26 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Abundance 

6000000 

4000000 

2000000 

0 ' j ■ i—ry-r- 

Time-> 2,00 2,50 


TIC: 761226,D\daia.ms 

4.J23 



3,00 3.50 4.00 4.50 5.00 5.50 6,00 6,60 7,00 7.50 8.00 8.50 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

3.886 

1178873 

11.91 

13.52 

4.723 

8720125 

88.09 

100.00 


761226.D Tue Jan 31 11:36:02 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12JL6_10\761226.D 

Operator : KAC 

Date Acquired :16Dec2010 16:38 

Sample Name : HHHBHHBH 

Submitted by : ASD 

Vial Number : 26 

AcquisitionMeth; DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C: \Database\PMWJT0X2 . L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole f 2,3,5,6-tet 014769-73-4 98 
Imidazo [2, 1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 


Abundance Average of 3.849 to 4.081 min.: 761226,D\data.ms (-) 


148 



Abundance #59447: jmjdazo[2,1-b]lhiazole, 2,3 1 5 1 64etrahydro*6-phenyh (S)* 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : P:\Q4-2010\SYSTEM7\12_16_10\761226*D 

Operator : KAC 

Date Acquired : 16 Dec 2010 16:38 

Sample Name : 

Submitted by : ASD 
Vial Number : 26 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLl,L Minimum Quality: 80 

C:\Database\NlST05a.L Minimum Quality: 80 

C:\Database\PMWJT0X2.L 

PK# RT Library/ID CAS# Qual 


2 4,72 C:\Database\SLI.L 

COCAINE 000050"36™ 2 99 


Abundance Average of 4.664 to 4,882 mir>.: 761226,D\data.m$ (-j 

I 8j2 182 



m/z--> 40 60 80 100 120 14 0_160_ ISO 200 220 240 260 280 300 320 340 

Abundance #29: COCAINE 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4 -2 010\SYSTEM7\12__16_10\76122 7 . D 
KAC 

16 Dec 2010 16:50 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


Abundance TIC; 761227.D\data.ms 



Ret. Time 


Area Area % Ratio % 


* **N0 INTEGRATED PEAKS'*** 


761227.D Tue Jan 31 11:36:07 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761228,D 
KAC 

16 Dec 2010 17:03 


ASD 

28 

DRUGS.M 
RTE 


Abundance 


4/ 


TIC: 76i228.D\dafa ms 
23 


6000000 

4000000 


2000000 


3,886 


Time-*> 


0 


, y-T-i , ( | | i I | j » | I | | TTT < t 1 ! ■ | I > 1 r riT I" I f r T - T -- f -- p -~T~T~T~|":~ 1 i I [ i I I t J I T"T“T' j I I i I ,^ ( t , t 

2.00 2.50 3.00 3.50 4.00 4.50 5.00 _5, 50 6.00 6 .50 7.00 7.S0 8.0 0 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1260547 

12.26 

13.97 

4.723 

9020787 

87.74 

100.00 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16__10\761228.D 

Operator : KAC 

Date Acquired : 16De^010 17: 03 

Sample Name ; ££UOBB 

Submitted by ; ASD 

Vial Number : 28 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Databaae\PMW_T0X2.L 

PK# RT Library/ID CASff Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3,844 to 4.056 min.: 761228.0\data.m$ (*•) 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\76122S.D 

KAC 

16 Dec 2010 17:03 


ASD 
28 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLX.L Minimum Quality; 80 

C;\Database\NIST05a ,h Minimum Quality: 80 

C:\Datafoase\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4.72 C:\Database\SLI,L 
COCAINE 


000050-36-2 


99 


Abundance 


Average of 4.666 to 4.839 min : 761228,D\data.ms (») 
182 


m /z-> 40 

Abundance 


Ovtm- 

m/z-> 40 



i i 

300 


761228 .D 


Tue Jan 31 11:36:14 2012 


Page 3 


Folk OIG PRR_019815 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761229.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 17:15 

Sample Name 
Submitted by 
Vial Number : 29 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Abundance 

i 

eooooooj 

4000000 

2000000 

0 


TIC: 761229.OWata.ms 



Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret- Time 

Area 

Area % 

Ratio % 

3.886 

1152362 

12,36 

14.11 

4.723 

8168720 

S7,64 

100.00 


761229.D Tue Jan 31 11:36:18 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761229.D 

Operator : KAC 

Date Acquired : 16Dec2010 17:15 

Sample Name : 

Submitted by : ASD 
Vial Number : 29 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3.89 C:\Database\NIST05a.L 

Imidazot2,1-b)thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.833 to 4.082 min.: 761229.D\data.ms {-) 

| 148 



Abundance #59447: lmidazo[2,1-b]thiazole, 2,3,5,6-tetrahydro-6-phenyj-, (S)- 
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Folk OIG PRR 019817 













Abundance Average of 4.685 to 4.860 min.; 761229.D\data.ms (-) 



frVz~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761230.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 17:28 

Sample Name : 

Submitted by : ASD 
Vial Number : 30 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 

6000000 



Time-> 2.00 2,50 3.00 3.50 4.00 4,50 5.00 5,50 6.00 6,50 7.00 7.50 6.00 6.50 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

3 .8 86 

1214258 

12.28 

14.00 

4,723 

8672038 

87,72 

100,00 


761230.D Tue Jan 31 11:36:26 2012 Page 1 


TIC: 761230.D\data,ms 

4.t23 


Folk OIG PRR 019819 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\3YSTEM7\12_16_10\761230,D 
KAC 

16 Dec 2010 17:28 



Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NXST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 


CAS# Qual 


3.89 C:\Database\NXST05a,L 

Imidazo[2,1-b]thiazoie, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazoie, 2,3 # 5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazoie, 2,3,5,6-tet 006649-23-6 97 


Abundance 

80 

60 

40 

20 
0 L -r-j-r 

m/z--> 20 

Abundance 

80 

60 

40 

20 

0 


Average of 3,844 to 4.082 mjn,: 761230.D\data.ms (-) 
148 


204 


73 


101 121 


51 


411 


63 


iOUnh 


H ■ v ' . 

40 60 


89 




80 




, 31 


176 

159 i 187 


JY T rri .n-j-T-r r-r-p 


245 


T 


281 

_ r _ T _ r . 


100 120 140 160 180 200 220 240 260 280 


#59447: Jmidazo^hbjthiazole, 2.3,5,64etrahydro-6-phenyK (S)- 

148 204 


73 


51 


28 39 


63 


101 


89 






121 


20 


40 


60 


! 

80 


mi 


100 


,131 


Jii 


176 

158 ,[ 189 . 

-r-f-i 1 r-r-T-y -r- f t I - p r-r r-T-j-r - r t ■ | t r t |-rr 

120 140 160 180 200 220 240 260 280 
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Area Percent: / Library Search Report 


Information from Data File: 

File Name : F:\Q4~2010\SYSTEM7\12JL6_10\761230.D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 17:28 

Sample Name : 

Submitted by ; ASD 
Vial Number ; 30 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.659 to 4.882 min.: 761230.D\dala,ms (-) 

82 1^2 

801 


60 




Folk OIG PRR 019821 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12JL6_10\761231.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 17:41 

Sample Name : 

Submitted by : ASD 
Vial Number : 31 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 


TIC: 761231,D\data.ms 



Tfme-> 2*00 2,50 3.00 3.60 4.00 4,50 5.00 5,50 6.00 6.5 0 7.00 7.50 8.00 8,50.9,00...9,50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1186337 

13 *41 

15.49 

4.723 

7659730 

86,59 

100.00 


761231 * D Tue Jan 31 11:36:31 2012 Page 1 


Folk OIG PRR 019822 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\l2_16_10\761231.D 

Operator : KAC 

Date Acquired : 16 Dec 20X0 17:41 

Sample Name : 

Submitted by : ASD 
Vial Number : 31 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo [2, l-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1 - b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.839 to 4,066 min.: 761231.D\data.ms (-) 



Abundance #69447: imidazop.l-bjihiazole. 2,3 t 5 1 8-te!rahydro-6-phenyh (SR 



m/z-*> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 


761231.D Tue Jan 31 11:36:32 2012 


Page 2 


Folk OIG PRR 019823 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4"2010\SYSTEM7\12_16_10\761231.D 
KAC 

16 Dec 2010 17:41 


ASD 

31 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NISTG5a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4.72 C:\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


80 


60 

40 

20 




42 


i55 68 


04^4 
rn/Z“-> 40 

Abundance 


80 

60 

40 

20 

0 




Average of 4.675 to 4,877 min,: 761231.D\data.ms {-} 
182 


94 


105 


122 


60 


80 


8i2 


100 


-j 40 ^ ^ 166 


11 r r t ~ 

120 


“T 




T 


42 

55 68 

UU^k-4vJ 


140 160 180 

#29: COCAINE 

182 


I 7 8 272 

! 209 223 243 258 | 288 

rn- r t f 'j i i i t | t t t-t \ i i < i | i -r-r-T--| i -f—r 

200 220 240 260 280 


303 


-T+- 

300 


94 


105 


m/z-> 


40 


60 


T f 

80 100 


122 


135 If 2 ^6 

r [ I I T J | ^ I T— T T 


198 


t“T—i—r^ - 


214 


244 259 

| ■ ''•• tttt -i “TIM 


272 


303 


T" 


120 140 160 180 200 220 240 260 280 300 


761231,D 


Tue Jan 31 11:36:33 2012 


Page 3 


Folk OIG_PRR_019824 











Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquiaitionMeth 
Integrator 


F:\Q4~2010\SYSTEM7\12_16_10\761232.D 

KAC 

16 Dec 2010 17:53 


ASD 

32 

DRUGS.M 
RTS 


Abundance 

6000000] 


4.t23 


TfC: 761232,D\data.ms 


4QG0G0G 


2000000 


3.886 


U ffTTnyrr 

Time--> 2.00 2,50 

3.00 3,50 4,00 4,50 5.00 

'" \ rrrr-rr-r 

5,50 6,00 

*T*?TT'T'T'T"|"1"TT~~1~| 1 r"J"'F"]"l"T'T~'r | ~j T T r J T 1 1 [ } i i 1 1 

6.50 7.00 7.50 8,00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3 . 886 

1089421 

12.60 

14.42 

4.723 

7554651 

87.40 

100.00 


761232.D 


Tue Jan 31 11:36:39 2012 


Page 1 


Folk OIG PRR 019825 



Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\l2_16__10\761232.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 17:53 

Sample Name : 

Submitted by : ASD 
Vial Number : 32 

AcquisitionMeth: DRUGS J 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

0:\Database\NIST05a,L Minimum Quality; 80 

C:\Database\PMWTOX2,L 

PKtt RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,l~b]thiazole, 2 r 3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.849 to 4.040 min.; 761232.D\dafa,ms (-) 



Abundance #69447: Imidazop, 1 -bjlhiazole, 2 r 3,5,6-tetrahydfo-6-phenyh (S)- 

148 204 

80 | 



761232.D Tue Jan 31 11:36:40 2012 Page 2 


Folk OIG PRR 019826 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\l2_16_10\761232.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 17:53 

Sample Name ; 

Submitted by : ASD 
Vial Number : 32 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW_T0X2 , L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.670 to 4.8&2 min.: 761232.0\data.ms (-) 



761232,D Tue Jan 31 11:36:40 2012 Page 3 


Folk OIG PRR 019827 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Q4»2010\SYSTEM7\12_16_10\761234,D 
KAC 

16 Dec 2010 18:18 

BLANK 

1 

DRUGS . M 
RTE 


Abundance TIC: 761234.D\dafa.ms 



Ret * Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


761234,D Tue Jan 31 11:37:00 2012 


Page 1 


Folk OIG PRR 019828 







Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\12_16_10\761235.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 18:31 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 35 

AcquisitionMeth: DRUGS .M 
Integrator : RTE 


Abundance T!C: 76t235.D\data.ms 

4,|07 

1000000 


500000 


0 

2.00 2,50 3,00 3.50 4,00 4.50 5,00 5.50 5.00 6.50 7.00 7.50 8.00 8.50 9,00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4,707 

1185118 

100.00 

100.00 


761235.D Tue Jan 31 11:37:05 2012 Page 1 


Folk OIG PRR 019829 






Area Percent / Library Search Report 


Information from Data File: 


File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 

F:\Q4~2010\SYSTEM7\l2 16 
KAC 

16 Dec 2010 18:31 

COCAINE STD 

35 

DRUGS , M 

RTE 

10\76123 5.D 


Search Libraries 

: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C: \Database\PMW_TOX2 .L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 4.71 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.665 to 4.802 min.: 761235.0\data.ms (-) 



Abundance #29: COCAINE 



761235.D Tue Jan 31 11:37:05 2012 Page 2 


Folk OIG PRR_019830 

















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4 -2 010\SYSTEM7\12__16_10\761236 .D 
KAC 

16 Dec 2010 18:44 

BLANK 
ASD 
1 

DRUGS * M 
RTE 



Time*-> 2.00 2,60 3.00 3.5.0 4.00 4,50 6*00 5.50 _.6,00 6,59 100 7.50 8.00 8.50 0.00 9,50. 


Ret, Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


761236.D 


Tue Jan 31 11:37:10 2012 


Page 1 


Folk OIG PRR 019831 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4~2010\SYSTEM7\12_16__10\761237 .D 
KAC 

16 Dec 2010 18:56 


ASD 

37 

DRUGS.M 
RTE 




16 


TfC: 761237.D\data.ms 


4000000- 

3000000 

2000000 

1000000 

0 "tVt-i—i -t - j -t- t 

Time-> 2,00 2.50 


3.886 

T-r^-r-r^r-j nr - rT - l ^-r^ j i i a i \ i i i i j > i i i pi x t v r r"Tn--n~^-T-T-M--ryT-T-M--ryT--rM--rY t^r i ] ■ i i > 

3,00 3,50 4.00 4.50 5,00 5.50 6,00 6,50 7,00__7.50.8.00 8.50.9,00 9,50 


Ret, Time 

Area 

Area % 

Ratio % 

3 . 886 

680401 

11.44 

12.92 

4,718 

5264630 

88*56 

100,00 


761237,D 


Tue Jan 31 11:37:17 2012 


Page 1 


Folk OIG PRR 019832 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12JL6JL0\761237.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 18:56 

Sample Name : mmH 

Submitted by : ASD 

Vial Number : 37 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NXST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b)thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo [2, 1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3,839 to 4,045 min.: 781237,D\data,m$ {-) 



Abundance #59447: imfdazo[2 a 1 -bjthiazole, 2,3 l 5 1 81etrahydfo-8-phenyl-, (S)- 



76123 7 * D TUB Jan 31 11:37:17 2012 Page 2 


Folk OIG PRR 019833 






Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\l2_16_10\761237,D 

Operator : KAC 

Date Acquired : 16 Dec 2010 18:56 

Sample Name : 

Submitted by : ASD 

Vial Number : 37 

AcquisitionMeth: DRUGS * M 
Integrator : RTE 


Search Libraries: C;\Database\SLl„L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Da tabase\PMW_T0X2,L 

PK# RT Library/ID CAS# Qual 


2 4,72 C:\batabase\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 to 4.834 min.: 761237.D\data.ms {») 



761237,D Tue Jan 31 11:37:18 2012 Page 3 


Folk OIG PRR 019834 









Area Percent / Library Search Report 


Information from Data Pile; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761238.D 

KAC 

16 Dec 2010 19:09 


ASD 
38 

DRUGS.M 
RTE 


Abundance 

6000000- 

4000000 

3000000 

2000000 

1QQQ00Q 

0 


3.886 


T" 


T 


Time--> 2,00 2.50 3.00 


" ,_r T 

3.50 


j 


TIC; 761238.D\data,ms 


4.717 


H' 

4.00 4.50 5.00 5.50 6.00 6.50 7.00 


~r 


TTHTrr rr-rrpTTTjTT 

7.50 8.00 8.50 9.00 


9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

807037 

11.66 

13.20 

4.717 

6116174 

88.34 

100.00 


761238.D Tue Jan 31 11:37:24 2012 


Page 1 


Folk OIG PRR 019835 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12__16_10\761238 .D 
KAC 

16 Dec 2010 19:09 


38 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# RT 

Library/ID 


CAS# 

Qual 

1 3.89 

C:\Database\NISTQ5a.L 





Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

014769-73“4 

99 


Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

98 


Imidazo [2, 1-b]thiazole, 

2,3,5,6-tet 

00664 9-23-6 

97 




761238.D Tue Jan 31 11:37:24 2012 


Page 2 


Folk OIG PRR_019836 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\l2_16_10\761238.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 19:09 

Sample Name : 

Submitted by : ASD 
Vial Number : 38 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NXST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 to 4.876 min.: 761238.D\data.ms (-) 



m/z-> 40 60 80 100._J20 140 160 180 200 220 240 260 280 300 

Abundance #29: COCAiNE 



761238.D Tue Jan 31 11:37:25 2012 


Page 3 


Folk OIG PRR 019837 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4~2 010\SYSTEM7\12__16_10\76123 9 ,D 
KAC 

16 Dec 2010 19:21 


ASD 
39 

DRUGS.M 
RTE 


Abundance 

4000000 

3000000 

2000000 

1000000 


TfC: 761239.D\dafa,ms 


0 


4. 

? 17 

3.886 

_i_ 



Tfme~> 2,00 2.50 3.00 3.50 4,00 4.50 5,00 5,50 6.00 6.50 7.00 7,50 8,00 8,50 9,00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3 , 886 

638292 

11.84 

13.43 

4.717 

4753494 

88,16 

100.00 


761239,D Tue Jan 31 11:37:29 2012 


Page 1 


Folk OIG PRR 019838 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4~2010\SYSTEM7\l2_16_10\761239.D 

Operator : KAC 

Date Acquired : .U^De<^20K) 19:21 

Sample Name : 

Submitted by : ASD 
Vial Number : 39 

AcquisitionMeth; DRUGS.M 
Integrator : RTF 


Search Libraries: C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJTOX2,L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a,L 

Imidazo [2,1-fo] thiazole, 2,3,5,6-tefc 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.817 to 4.034 min.: 761239.D\data.ms (-) 

i i4s 



Abundance #59447: imfdazo^.bbjfhiazole, 2,3,5, 6-tetrahydrO'6-pher>yl- f (Sj- 

[ 148 204 


801 



761239.D Tue Jan 31 11:37:30 2012 Page 2 

Folk OIG PRR_019839 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-2010\SYSTEM7\12 16 

10\761239 ,D 

Operator 

KAC 


Date Acquired 

16 Dec 2010 19:21 


Sample Name 



Submitted by 

ASD 


Vial Number 

39 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries 

3: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a,L 

Minimum Quality: 80 


C:\Database\PMWJTOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


2 4.72 C:\Database\SLX.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.670 to 4.855 min.: 761239,D\daia.ms (-} 



Abundance #29: COCAINE 



761239.D Tue Jan 31 11:37:31 2012 


Page 3 


Folk OIG PRR 019840 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 010\SYSTEM7U2_16_10\76124 0.D 
KAC 

16 Dec 2010 19:34 



Abundance 

6000000 

4000000 


TIC: 76124Q.D\data.ms 

4.723 


2000000 


3.886 


Time-> 


0 L I "] —|" T -T- i—1— 1—| 

2.00 2.50 


■ r . r .p. 7 .^ rir , ^ T . .. r . T J 8 l j . f . T " , ■ i■ [ j ^ j | , i , ] | | t i | , y | rT- 1 -T--r-r-['r' r ^r j ~ r ~']~T- T -T--r-|~-T- T - T -- l --'j~-T- T --r-r-^~T- T --r-- l --'j-- T 'r'i~r-' 

3.00 3.50 4,00 4.50 5.00 5,50 6,00 6,50 7.00 7.50 8,00 8,50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1280959 

12.25 

13.96 

4.723 

9173996 

87,75 

100.00 


761240.D 


Tue Jan 31 11:37:36 2012 


Page 1 


Folk OIG PRR 019841 





Area Percent / Library Search Repor 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\12_16_10\761240.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 19:34 

Sample Name : 

Submitted by : ASD 
Vial Number ; 40 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.I 


Imidazo [2, 1-b]thiazole, 

2/3,5/ 

6-tet 

014769-73-4 

98 

Imidazo[2,1-b]thiazole, 

2,3,5, 

6-tet 

014769-73-4 

98 

Imidazo[2,1-b]thiazole, 

2,3/5, 

6-tet 

006649-23-6 

97 









761240.D Tue Jan 31 11:37:36 2012 Page 2 

Folk OIG PRR_019842 















Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\12_16_10\761240.D 

Operator ; KAC 

Date Acquired : 16 Dec 2010 19:34 

Sample Name : 

Submitted by : ASD 
Vial Number : 40 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW_T0X2 . h 

PK# RT Library/ID CAS# Qual 


2 4,72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.670 to 4,850 min,: 761240.D\data,ms (-) 



761240.D Tue Jan 31 11:37:37 2012 Page 3 


Folk OIG PRR 019843 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\l2_16_10\761241,D 

Operator : KAC 

Date Acquired : 16 Dec 2010 19:47 

Sample Name : ^| 

Submitted by : ASD 

Vial Number : 41 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TfC: 761241.D\dafa„ms 



Ret. Time 

Area 

Area % 

Ratio % 

3.886 

718806 

12.43 

14 . 19 

4.717 

5065705 

87.57 

100.00 


761241.D Tue Jan 31 11:37:41 2012 


Page 1 


Folk OIG PRR 019844 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F : \Q4 -2010\SYSTEM7\12__16_1Q\761241. D 

Operator : KAC 

Date Acquired : 16 Dec 2010 19:47 

Sample Name : 

Submitted by : ASD 

Vial Number : 41 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2. L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a,L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo [2, 1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.828 to 4.013 min.: 761241.D\dala.rm (-) 



Abundance #59447: ImidazofZ.I-bJthiazote, 2 l 3 J 5,64efrahydro*6~phenyh (S)- 



761241.D Tue Jan 31 11:37:42 2012 Page 2 


Folk OJG PRR 019845 














Area Percent / Library Search Report 


information from Data File: 

File Name : F : \Q4-2 010\SYSTEM7\12_16__10\761241, D 

Operator : KAC 

Date Acquired : 16 Dec 2010 19:47 

Sample Name : 

Submitted by : ASD 

Vial Number : 41 

AcquisitionMeth: DRUGS -M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a*L Minimum Quality: 80 

C: \Database\ PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI,L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 to 4.866 min,: 761241.D\data.ms (-) 




761241,D Tue Jan 31 11:37:43 2012 Page 3 


Folk OIG PRR 019846 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q4 - 2 010\SYSTEM7\12_16__10\76124 2 , D 
KAC 

16 Dec 2010 19:59 

BLANK 
ASD 
1 

DRUGS , M 
RTE 


Abundance TIC: 761242.D\data.m$ 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


761242.D Tue Jan 31 11:38:06 2012 


Page l 


Folk OIG PRR 019847 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 010\SYSTEM7\12_16__10\761243 ,D 
KAC 

16 Dec 2010 20:12 


ASD 

43 

DRUGS.M 
RTE 


4000000 

3000000 

2000000 

1000000 

0 

Time~> 


TIC: 761243.D\cfata.ms 


4. 


3.886 

1 

r~* ^ h i ' | n n i i n'h i n i i r 


18 


1 "* T' »• , 1 TTn'TTT'TI’T i T I lilt' 

2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

671194 

11.10 

12,48 

4.718 

5377151 

88.90 

100.00 


761243 .D 


Tue Jan 31 11:38:10 2012 


Page 1 


Folk OIG PRR 019848 


Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16JL0\761243 ,D 
KAC 

16 Dec 2010 20:12 


ASD 

43 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Dafcabase\PMWJFOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 3,89 C:\Database\NIST05a.L 


Imidazo [2 f 

1-b]thiazole, 

2,3,5,6 -tet 

014769-73-4 

99 

Imidazo [2, 

1-b]thiazole, 

2,3,5/6-tet 

006649-23-6 

97 

Imidazo[2, 

1-b]thiazole, 

2,3,5/6-tet 

014769-73-4 

97 



761243,D 


Tue Jan 31 11:38:11 2012 


Page 2 


Folk OIG PRR 019849 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4 -2G10\3YSTEM7\12__16__10\76124 3 , D 

Operator : KAC 

Date Acquired : 16 Dec 2010 20:12 

Sample Name : 

Submitted by : ASD 
Vial Number : 43 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJT0X2.L 

PK# RT Library/ID CAS# Gual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050- 36 -2 99 


Abundance 

80 

60 

40 

20 

0 - 


Average of 4,670 to 4.871 min.: 761243.D\data.ms {-) 



40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 



Abundance #29: COCAINE 




300 320 340 


761243.D Tue Jan 31 11:38:11 2012 Page 3 


Folk OIG PRR 019850 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761244.D 

KAC 

16 Dec 2010 20;24 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

44 

DRUGS.M 
RTE 


Abundance 

6000000 

4000000 

3000000 

2000000 

1000000 



TfC: 761244.D\data.ms 


U TyT-T-T r ] 'vj 

Time--> 2.00 2.50 

3.00 3.50 4.00 4.S0 5.00 

ittj - r r i TpIT 

5.50 6 : go 

TTTrm-p -n > | i rn-p-i i i [ i~r-i t p n i j i i i i 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.886 

793434 

12.07 

13.73 

4.717 

5777577 

87.93 

100.00 


761244.D 


Tue Jan 31 11:38:16 2012 


Page 1 


Folk OIG PRR 019851 





Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q4~2010\SYSTEM7\12__16__10\761244.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 20:24 

Sample Name : 

Submitted by : ASD 
Vial Number : 44 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NlST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2 *L 

PK# RT Library/ID CAS# Qual 


1 3,89 C:\Database\NIST05a,L 

Imidazo[2,1 -b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5, 6-tet 006649-23“6 97 


Abundance Average of 3.817 io 4.040 min.; 781244,D\dala,ms (-) 



761244,D Tue Jan 31 11:38:17 2012 Page 2 


Folk OIG PRR 019852 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F : \Q4 ~2010\SYSTEM7\12_JL6__1Q\76124 4 , D 

Operator : KAC 

Date Acquired : 20:24 

Sample Name : 

Submitted by : ASD 

Vial Number : 44 

AcquisitionMet h: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NXST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4,72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 




761244.D Tue Jan 31 11:38:17 2012 Page 3 


Folk OIG PRR 019853 











Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SY3TEM7\12_16_10\761245.D 

KAC 

16 Dec 2010 20:37 

BLANK 
ASD 
2 

DRUGS.M 
RTE 


Abundance TIC; 76t245.D\da*a.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


761245,D Tue Jan 31 11:38:35 2012 Page 1 


Folk OIG PRR 019854 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761246.D 

KAC 

16 Dec 2010 20:50 


ASD 

46 

DRUGS.M 
RTF 


Abundance 

2000000 

1500000 

1000000 

500000 


TfC: 761246.D\dafa,ms 


4,712 


Time”> 


q-TT 

2,00 


3.686 


JU 


T 




T 




nr 


2.50 3,00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3 . 886 

327670 

12.37 

14,11 

4.712 

2321761 

87.63 

100 * 00 


761246 , D 


Tue Jan 31 11:38:40 2012 


Page 1 


Folk OIG PRR 019855 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761246.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 20:50 

Sample Name : 

Submitted by : ASD 
Vial Number ; 46 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NlST05a,L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 


Abundance Average of 3-854 to 3.992 min.: 761246.D\cfata.ms (-) 



Abundance #59447: !midazo[2 t 1-b]thiazole, 2 1 3 f 5 1 6-tetrahydrO‘6-phenyh (S)- 

•I 148 204 

i T i 



761246.D Tue Jan 31 11:38:41 2012 Page 2 


Folk OIG PRR 019856 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761246.D 

KAC 

16 Dec 2010 20:50 


ASD 

46 

DRUGS,M 
RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NlST05a.L Minimum Quality: 80 

C:\Database\PMW__TOX2.L 


PK# RT Library/ID 


CAS# Qual 


2 4.71 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance Average of 4,676 to 4.839 min.: 781246,D\data.ms (-) 




76124 6 *D 


Tue Jan 31 11:38:41 2012 


Page 3 


Folk OIG PRR 019857 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4- 201G\SYSTEM7\12__16_1Q\761248,D 
KAC 

16 Dec 2010 21:15 

BLANK 

2 

DRUGS , M 
RTF 


Abundance TfC: 761248.D\dafa.m$ 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


761248.D Tue Jan 31 11:38:46 2012 Page 1 


Folk OIG PRR 019858 







Area Percent / Library Search Report 


Information f rom 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File; 

F:\Q4-201G\SYSTEM7\12_16_10\761249.D 

KAC 

16 Dec 2010 21:28 

COCAINE STD 

49 

DRUGS . M 
RTE 


Abundance 

1000000 ! 


4.t07 


TIC: 761249,D\data,ms 


500000 




0 


j r y r y r M , ttt-j-t j i ( i- i i- i i vS t | t i i i | i: i t > j i i r ~T~i ""fT *i*"r " ‘|’' i i i t | i i < t | n i » | -T-T-- r - r - y -i i - r - r - j - 7 - r 

2.00 2.50 3.00 3.50 4,00 4.50 5.00 5.50 6.00 6.50 _7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.707 

1182652 

100,00 

100.00 


i 


761249.D Tue Jan 31 11:38:50 2012 Page 1 

Folk OIG_PRR_019859 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_JL6 JL0\761249.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 21;28 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 49 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4,71 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4,676 lo 4,808 min,: 761249.D\data.ms (-) 



761249.D Tue Jan 31 11:38:51 2012 Page 2 


Folk OIG PRR 019860 







